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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 214831 

70 

ORIGIN NRC-07 

INFO OCT-01 ARA-10 EUR- 12 EA-09 NEA-10 ISO-OO OES-06 

ACDA-10 CIAE-00 INR-07 10-13 L-03 NSAE-00 NSC-05 

EB-07 DODE-OO ERDA-07 FEA-01 PM-04 H-02 PA-02 PRS-01 

SP-02 SS-15 USIA-15 AF-08 NSF-02 NAS-01 /160R 

DRAFTED BY USNRC:KEVINE BURKE 
APPROVED BY OES/NET/IM:DBHOYLE 
EUR/SOV : JDGLASSMAN 
EUR/RPE:DSWARTZ 

04501 1 

R 302100Z AUG 76 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 
AMCONSUL BOMBAY 
AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY BUENOS AIRES 
AMEMBASSY CAIRO 
AMEMBASSY COPENHAGEN 
AMEMBASSY THE HAGUE 
AMEMBASSY HELSINKI 
AMEMBASSY LONDON 
AMEMBASSY MADRID 
AMEMBASSY MANILA 
AMEMBASSY MEXICO 
AMEMBASSY MOSCOW 
AMEMBASSY NEW DELHI 
AMEMBASSY PARIS 
AMCONSUL RIO DE JANEIRO 
AMEMBASSY ROME 
AMEMBASSY SEOUL 
AMEMBASSY STOCKHOLM 
AMEMBASSY TEHRAN 
AMEMBASSY TOKYO 

UNCLASSIFIED 

UNCLASSIFIED 
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EMBASSY PLEASE PASS TO SCICONS AND SCIATTS 

E.O. 11652:N/A 

TAGS: TECH 

SUBJECT: NUCLEAR REGULATORY COMMISSION (NRC) TELEGRAM 
ADDRESS 

1 . IT IS REQUESTED THAT ALL TELEGRAMS INTENDED FOR NUCLEAR 
REGULATORY COMMISSION (NRC) BE SENT TO DEPARTMENT OF STATE 
MARKED "PASS TO NRC", THIS WILL ASSURE CORRECT DELIVERY. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: INFORMATION CONTROL, DEPARTMENTAL COMMUNICATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE214831 

Document Source: CORE 

Document Unique ID: 00 

Drafter: KEVINE BURKE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760367-0561 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976086/aaaaaeoz.tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NRC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: dunlophO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 MAR 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12-Mar-2001 by chicheje>; APPROVED <29-Mar-2001 by dunloph0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NUCLEAR REGULATORY COMMISSION (NRC) TELEGRAM ADDRESS 
TAGS: TECH, ACOM, AORG, US, NRC 
To: ATHENS BOMBAY BONN MULTIPLE 
Type: TE 
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